To:  Houston,  Maria[Houston. Maria@epa.gov] 

Cc:  Ackerman,  Joyce[Ackerman. Joyce@epa.gov] 

From:  Butterfield,  W.  Scott 

Sent:  Tue  8/1 1/2015  10:04:19  PM 

Subject:  TDD  0001/1508-04  Gold  King  Mine  Blowout;  Contract  Clause  B.2  Equipment  (c)  Contractor- 

Provided  Property  and  B.5  Other  Direct  Costs  (b)  Non-Routine  Equipment 

? 

Maria, 

The  response  to  the  Gold  King  Mine  Blowout  has  required  the  rental  of  equipment  not  available 
through  the  EPA  Equipment  Warehouse.  To  date  these  equipment  items  include  2 water  quality 
meters,  2 turbidity  meters  and  3 tablet  computers.  The  combined  daily  cost  for  these  items  is 
approximately  $250. 1 estimates  that  the  total  rental  cost  will  exceed  the  $1,000  threshold 
specified  in  the  above  reference  contract  clause  within  the  next  few  days.  I request  your  approval 
to  exceed  the  $1,000  threshold  for  this  TDD. 

Please  let  me  know  if  you  require  additional  information. 

Thank  you. 

-Scott 

W.  Scott  Butterfield,  CHMM 
Program  Manager 
Weston  Solutions,  Inc. 

Suite  100 

1435  Garrison  Street 
Lakewood,  CO  80215 
303.729.6113 
720.557.0818  (cell) 

CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you 
received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this  email  from 
your  system.  Thank  you. 
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